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1. Production Architecture
A production-ready reflowable EPUB begins with source analysis, semantic structure, reusable CSS, clean navigation and traceable quality checks. The conversion should preserve reading order and meaning rather than simply imitate the printed page.
	Use semantic XHTML5 elements for chapters, figures, tables and notes.
	Separate structure from styling so client-specific CSS can be maintained efficiently.
	Map source page references when page navigation is part of the specification.

[image: Five-stage workflow: Source Analysis, Semantic Build, QC and QA, Accessibility, and Final Delivery.]Figure 1. Example digital publishing workflow.See the QC checkpoints table for a practical review model.
2. Content and Styling QC
Quality control compares the converted EPUB against the approved source and client specification. Content completeness, emphasis, hierarchy, lists, tables, images, captions, cross-references and links should be verified before delivery.
QC checkpoints	Area	Example check	Expected result
	Content	Paragraphs, lists, notes	No missing or duplicated content
	Styling	Bold, italic, headings	Matches approved source/specification
	Navigation	TOC, page-list, index	All targets resolve
	Images	Image, caption, alt text	Correct placement and description

QC principle
A defect is not closed until the corrected EPUB is rechecked at the affected location and any related navigation or styling is verified.
3. Accessibility
Accessible EPUB production combines semantic markup with meaningful alternative text, logical headings, language metadata, table headers and understandable link text.1
	Use descriptive alt text for informative figures.
	Mark structural relationships in tables and notes.
	Review navigation, reading order and link purpose manually.

1. Automated accessibility tools support review but do not replace manual editorial and reading-order checks.
4. Validation and Delivery
A completed EPUB should be validated and then delivered with transparent QC documentation. The final package should identify exactly what was checked, which issues were corrected and which validator or reading-system tests remain client-specific.
	Run the final package in the client-approved EPUBCheck version.
	Review warnings instead of dismissing them automatically.
	Keep a closed QC issue log.
	Deliver only approved final files.

This portfolio package includes an index with working internal destinations.
Index
	EPUB production - Chapter 1
	Quality control - Chapter 2
	Accessibility - Chapter 3
	Validation - Chapter 4
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